172     DOCKETED ITEMS
-8503050582 Responds to NRG 841219 Itr re violations noted in Insp Rept 50-395/84-SS.Corrective actions:Fire Door CB-401 closed & latched to reestablish integrity of fire barrier between cable spreading area & stairwell.
DIXON.O.W. South Carolina Electric & Gas Co. 85/01/14. O'REILLY.J.P. Region 2, Office of Director. 3pp. 29221:009-29221:011.
-8503050584 Forwards Insp Rept 50-395/84-35 on 841126-1201 & notice of violation. OLSHINSKI.J.A. Region 2, Office of Director. 84/12/19. DIXON.O.W. South Carolina Electric & Gas Co. 2pp. 29221:012-29221:022.
-8503050586 Notice of violation from insp on 841126-1201. * Region 2, Office of Director. 84/12/19. 1p. 29221:014-29221:014.
-8503050587 Insp Rept 50-395/84-35 on 841126-1201 .Violation noted: failure to establish continuous fire watch for Fire Barrier Door CB-401.
MATHIS.J.L,  BURRIS.S., JAPE.F.  Region  2,  Office  of  Director.  84/12/14.  8pp. 29221:015-29221:022.
8503130428 Rev 5 to Emergency Plan Implementing Procedure EPP-15, "Natural Emergency (Emergency.Earthquake)." Revised table'of contents encl.W/850306 Itr. DIXON.O.W. South Carolina Electric & Gas Co. 85/03/06. GRACE.J.N. Region 2, Office of Director. 13pp. 29335:060-29335:072.
I. Financial information
8503270556 Forwards utils 1984 annual financial repts.
DIXON,O.W. South Carolina Electric & Gas Co. 85/03/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1p. 29520:158-29520:158.
-8503270559 "South Carolina Electric & Gas Co Annual Rept 1984." SUMMER.V.C., WARREN.JA South Carolina Electric & Gas Co. 84/12/31. 45pp. 29520:159-29520:204.
-8503270562 "Santee Cooper 1984 Annual Rept."
DAVIS.R.S,, MESCHER.W.C. South Carolina Public Service Authority (Santee Cooper). 84/12/31. 76pp. 29520:205-29520:278.
J. Insurance & indemnity information
8503250215 Forwards Endorsements 102,36,18 & 74 to NELIA Policies NF-164.NF-252.NF-281 & NF-230,respectively.
HOGGE.S.D. Marsh & McLennan, Inc. 85/03/15. DINITZ.I., Assistant Director for State & Licensee Relations. 5pp. 29491:065-29491:069.
P. Operating license stage documents & correspondence
8412180123 Responds to EG Adensam 841119 request for addl info re radial peaking factor limitlnfo re four VANTAGE 5 demonstration .assemblies to be loaded in Cycle 2
provided. Westinghouse graph re F(Q) withheld (ref 10CFR2.790). DIXONAW. South Carolina _Electric & Gas Co. 84/11/28. DEh
;NTON,H.R. office of
Nuclear Reactor Regulation, Director. 5pp. 27960:313-27960:317,
8503010052 Further response to FOIA request for documents identified on computer printouts.App C documents available in PDR.
FELTON.J.M.  Division of Rules and  Records.  84/12/24. KALER.RJ. Gadsby & Hannah. 2pp. 29586:081-29586:088.
-8503010095 Board Notification 82-105:forwards info re alleged design deficiency in ASME Code Class I piping.Concern relates to all PWR & BWR plants currently under OL review.
NOVAK.T.M. Assistant Director for Licensing. 82/11/24. Atomic Safety and Licensing Board Panel. 2pp. 29586:090-29586:091.
8501140522 Forwards request for add! info re cable & equipment protective devices. ADENSAM.E.G. Licensing Branch 4. 85/01/08. DIXON.O.W. South Carolina Electric & Gas Co. 3pp. 28378:350-28378:352.
8503080065 Submits completion schedule for Multi-Plant Action Items C-10 & C-15, "Control of Heavy Loads," for listed plants. Generic Itr closing issue will be issued by 850430.
NEIGHBORS.D. Operating Reactors Branch 1. 85/02/25. THOMPSON,H.L Division of Licensing. 1p. 29299:355-29299:355.
8503050092 Responds to request for addl info re compliance w/Guideiine 5 of NUREG-0612, "Control of Heavy Loads." Evaluation of potential routine dynamic loading for lifting devices found to be small fraction of max static loads.
DIXON.O.W. South Carolina Electric & Gas Co. 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29214:120-29214:121.
8503050252 Forwards demonstration study rept for facility as required by Section 316(b) of Clean Water Act.
DIXON.O.W. South Carolina Electric & Gas Co. 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation. Director, ip. 29213:183-29213:270.
-8503050256 "316(b),Demonstration for VC Summer Nuclear Station for South Carolina Dept of Health & Environ Control & NRC." * Dames & Moore. 85/03/31. 86pp. 29213:184-29213:270.
8503080414 Summary of 850215 meeting w/util to brief incoming director of Div of Licensing re facility status,licensing issues,SALP & util offsite organization.Supporting documentation & attendance fist encl.
HOPKINS.J.B. Licensing Branch 4. 85/03/01. Licensing Branch 4. 15pp. 29300:335-29300:350.
8503190402 Forwards "Semiannual Effluent & Waste Disposal Rept, Jul-Dec 1984" & proprietary Change A to Rev 3 to "Process Control Program." Requests proprietary info be withheld (ref 10CFRZ790).
DIXON.O.W. South Carolina Electric & Gas Co. 85/03/01. GRACE.J.N. Region 2, Office of Director. 1p. 29450:008-29450:089,
8503110435 Application for amend to License NPF-12,changing Tech Specs to define required shutdown margin in terms of RCS boron concentration.Fee paid, DIXON.O.W. South Carolina Electric & Gas Co. 85/03/06. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 3pp. 29288:341-29288:346.
-8503110443 Proposed Tech Specs defining required shutdown margin for Modes 3,4 & 5,in terms of RCS boron concentration.
*  South Carolina Electric & Gas Co. 85/03/06. 3pp. 29288:344-29288:346.
8503130220 Application for amend to License NPF-12,changing Tech Specs to reduce thermal design flow by 1.9%.Info to be included in FSAR Sections 4.4 & 15.4.1 encl.Fee paid
DIXON.O.W. South Carolina Electric & Gas Co. 85/03/06. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 7pp. 29335:250-29335:335.
-8503130225 Proposed Tech Spec changes.reducing thermal design flow by 1.9%.
*  South Carolina Electric & Gas Co. 85/03/06. 79pp. 29335:257-29335:335.
8503190426 Forwards proprietary & nonproprietary versions of "VC Summer Pressure Pulsation Analysis re Fatigue Usage of Steam Generator Preheater Mod." Proprietary version withheld (ref 10CFR2.790).
DIXON.O.W. South Carolina Electric & Gas Co. 85/03/12. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29408:285-29408:332.
-8503190433 Forwards affidavit for withholding proprietary version of "VC Summer Pressure Pulsation Analysis re Fatigue Usage of Steam Generator Preheater Mod," per 10CFR2.790.
WIESEMANN.R.A. Westinghouse Electric Corp. 85/01/16. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 8pp. 29408:287-29408:294.
-8503190441 Nonproprietary "VC Summer Pressure Pulsation Analysis re Fatigue Usage of Steam Generator Preheater Mod."
*  Westinghouse Electric Corp. WCAP-10746. 84/12/31. 39pp. 29408:295-29408:332.
8503220101 Application for amend to License NPF-12 providing administrative revs to Tech Specs to change addressee monthly operating repts to Ofc of Resource MgtFee paid.
DIXON.O.W. South Carolina Electric & Gas Co. 85/03/15. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 3pp. 29476:146-29476:158.
-8503220105 Proposed Tech Specs changing addressee of monthly operating repts to Ofc of Resource Mgt & adding Section 3/4.9-12, "Spent Fuel Assembly Storage," to index.
* South Carolina Electric & Gas Co. 85/03/15.10pp. 29476:149-29476:158.
Q. Inspection reports, IE Bulletins & correspondence
8501180207 Forwards Exam Rept 50-395/OL-84-01 of exams administered on 840924-27.
VERRELLI.D.M. Region 2, Office of Director. 84/12/27. DIXON.O.W. South Carolina Electric & Gas Co. 2pp. 28466:050-28466:131.
-8501180212 Exam Rept 50-395/OL-84-01 on 840924-27.Exam results:17 candidates passed & 4 failed.
NORRIS.T.L, WILSON.B.A. Region 2, Office of Director. 84/12/20. 75pp. 28466:052-28466:131.
8503060155 Forwards Insp Rept 50-395/85-01 on 850107-11.No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/01/31. DIXON.O.W. South Carolina Electric & Gas Co. 2pp. 29251:001-29251:009.
-8503060158 Insp Rept 50-395/85-01 on 850107-11.No violations or deviations noted.Major areas inspected:plant chemistry & inservice testing of pumps & valves. ROSS.WJ., BLAKE.J.J. Region 2, Office of Director. 85/01/30. 7pp, 29251:003-29251:009.
8503050580 Ack receipt of 850114 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-395/84-35.
VERRELLI.D.M. Region 2, Office of Director. 85/02/01. DIXON.O.W. South Carolina Electric & Gas Co. 1p. 29221:008-29221:022.
-8503050582 Responds to NRC 841219 Itr re violations noted in Insp Rept 50-395/84-35.Corrective actions:Fire Door CB-401 closed & latched to reestablish integrity of fire barrier between cable spreading area & stairwell.
DIXON.O.W. South Carolina Electric & Gas Co. 85/01/14. O'REILLY.J.P. Region 2, Office of Director. 3pp. 29221:009-29221:011.
-8503050584 Forwards Insp Rept 50-395/84-35 on 841126-1201 & notice of violation. OLSH1NSKI.J.A. Region 2, Office of Director. 84/12/19. DIXON.O.W. South Carolina Electric & Gas Co. 2pp. 29221:012-29221:022.
-8503050586 Notice of violation from insp on 841126-1201.
*  Region 2, Office of Director. 84/12/19. 1p. 29221:014-29221:014.
-8503050587 Insp Rept 50-395/84-35 on 841126-1201.Violation noted: failure to establish continuous fire watch for Fire Barrier Door CB-401.
MATHIS.J.L,  BURRIS.S., JAPE.F. Region 2, Office of Director. 84/12/14. 8pp. 29221:015-29221:022.
8503060492 Forwards Insp Rept 50-395/84-38 on 841207-11 & 17-21 .No violation or deviation noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/05. DIXON.O.W. South Carolina Electric & Gas Co. 2pp. 29248:282-29248:289.
-8503060508 Insp Rept 50-395/84-38 on 841207-11 &. 17-21.No violation or deviation noted.Major areas inspected:review of precritical & zero power testing & witnessing zero power testing.
NEJFELT.G.M., JAPE.F. Region 2, Office of Director. 85/01/30. 6pp. 29248:284-29248:289.
8503070021 Discusses proprietary review of insp repts.Util role in identifying matls considered proprietary emphasized.NRC will conduct independent proprietary review of each insp rept.
OLSHINSKI.J.A. Region 2, Office of Director. 85/02/05. DIXON.O.W. South Carolina Electric & Gas Co. 2pp. 29268:068-29268:069. continue to meet planning stds of 10CFR50.47 & requirements of 10CFR50,App E.
